To: OBrien, Wendy[OBrien.Wendy@epa.gov] 

From: McKean, Deborah 

Sent: Mon 8/17/2015 1:18:17 PM 

Subject: FW: Validated Data Delivery 08162015 

R8 Potable Water Summary Table 08-1 6-1 5.xisx 
R8 Surface Water Summary Table 08-1 6-1 5.xlsx 


From: Latham (Polinko), Janine [mailto:Janine.Latham@WestonSolutions.com] 
Sent: Sunday, August 16, 2015 10:49 PM 

To: McKean, Deborah; Burgo, Daniel; Wall, Dan; Atencio, Kathie 
Cc: John.Lucotch@WestonSolutions.com; Adamczyk, Megan; 
Brad.Morgan@WestonSolutions.com; Schaefer, Joe; Delgado, Eric 
Subject: Validated Data Delivery 08162015 


Attached you can find the new validated data for Region 8 for 8.16.2015 separated by Matrix. 


1. R8_Potable Water Summary Table 08-16-15 

2. R8_Surface Water Summary Table 08-16-15 


Thanks. 


Janine Polinko Latham 
Technical Manager 

Weston Solutions, Inc. 

3900 Dallas Pkwy, Ste. 175 
Plano, TX 75093 
215.620.5664 -cell 
469.666.5511- office 
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janine.latham@westonsolutions.com 


CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. 
If you received this email in error, please notify the sender by return e-mail and delete 
this email from your system. Thank you. 
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